
STATE OF VIRGINIA ) 


• S3 9 

COUNTY OF FAIRFAX ) 

JOHN A. McCONE, being duly sworn, deposes and says that he is 
the Director of Central Intelligence, and that based on his personal 
knowledge of the affairs of the Central Intelligence Agency and on detailed 
inquiries he caused to be made by the officers within the Central 
Intelligence Agency who would have knowledge about any relationship Lee 
Harvey Oswald may have had with that Agency, he certifies that: 

Lee Harvey Oswald was not an agent, employee, or 
informant of the Central Intelligence Agency; 


the Agency never contacted him, interviewed him, 
talked with him, or received or solicited any reports or 
information from him, or communicated with him, directly 
or indirectly, in any other manner; 


the Agency never furnished him any funds or money, 
or compensated him, directly or indirectly, in any fashion; 
and 


Lee Harvey Oswald was never associated or connected, 
directly or indirectly, in any way whatsoever with the Agency. 



1964, before me, a Notary Public in and for the State of Vir'ginia, by the 
said JOHN A. McCONE, who is personally known to me and he d\ily 
acknowledged to me the execution of the foregoing instrument. 


Notary Public 
My commission expires 


(Seal) 


